From: 

Nassif, Julianne (DPH) 

Sent: 

Tuesday, April 06, 2010 2:23 PM 

To: 

Salem, Sharon (DPH) 

Subject: 

RE: monthly reports 

thank you 



From: Salem, Sharon (DPH) 

Sent: Tuesday, April 06, 2010 2:14 PM 
To: Nassif, Julianne (DPH) 

Cc: O'Brien, Elisabeth (DPH) 

Subject: RE: monthly reports 

Hi Julie, 

I just finished the January and February monthly reports (just waiting for a count on the preliminary tests done in 
February). 

Turnaround time for January was 181 days, February was 175 days. Average of the two months-178 days. 
Sharon 


From: Nassif, Julianne (DPH) 

Sent: Tuesday, April 06, 2010 2:07 PM 

To: Salem, Sharon (DPH); O'Brien, Elisabeth (DPH) 

Subject: monthly reports 

Hello, 

Do we have any monthly reports for this calendar year? I am looking for a current estimate of turnaround time. 
Thanks, Julie 

julLavuAe Nosslf 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
jyJianne.-.nassif@sj.ate...ma.us 
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